
subject: Application of the Federal Standard ASCII Code 
REF : KBS Draft Memorandum dated 6 September 1968 


As reflected in the KBS draft memorandum, the transitional conversion 
to ASCII for both ADP and communications application is dependent on a 
number of variables, i.e., availability of compatible equipment, trans- 
mission media, obsolescence of current equipment, etc. The KBS memorandum, 
effectively addresses these problems, and is entirely compatible with 
existing OC and National Communications System plans for adoption of the 
ASCII code. 
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